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CONSTITUTION AND BY-LAWS OF THE MATHEMATICAL ASSOCIATION 

OF AMERICA. 

Article I — Name and Purpose. 

1. This organization shall be known as The Mathematical Association of America. 

2. Its object shall be to assist in promoting the interests of mathematics in America, especially 
in the collegiate field. 

Article II — Membership. 

1. Any person who is interested in the field of collegiate mathematics shall be eligible for 
election to membership in the Association. 

2. Any institution in which the Calculus is regularly taught shall be eligible for election to 
institutional membership in the Association; such an institution shall have the privilege of sending 
a voting delegate to the meetings of the Association. 

Article III — Officers. 

1. The officers of this Association shall be a President, two Vice-Presidents, a Secretary- 
Treasurer and twelve additional members of an Executive Council, together with a Committee 
of three on Publications, who shall be ex-offido members of the Council. 

2. The President, Vice-Presidents and Secretary-Treasurer shall be elected annually for a term 
of one year, and four members of the Council shall be elected annually for a term of three years. 
They shall be eligible for reelection, but not for more than twc consecutive terms, except in the 
case of the Secretary-Treasurer, whose term may be extended indefinitely. The Committee on 
Publications, consisting of the Managing Editor and two other members, shall be appointed by 
the Council. 

3. The Council shall transact the official business of the Association and shall report its 
actions at the annual meeting of the Association and in the official journal. Any proposed actipn 
of the Council which makes or alters a question of policy shall be published in the official journal 
before final action has been taken, so that members of the Association may make known to the 
Council their individual views. 

4. The Council shall have authority to fill vacancies ad interim. 

Article IV — Meetings. 

1. The annual meeting of the Association shall be held at such time and place as the Council 
may direct. 

2. The Council shall have power to call other meetings of the Association whenever it may be 
deemed expedient. 

Article V — Sections. 

1. Any group of members of this Association may petition the Council for authority to organize 
a Section of the Association for the purpose of holding local meetings. The Council shall have 
power to specify the conditions under which such authority shall be granted. 

2. The Association shall not be obligated to pay from its treasury any of the expenses of such 
sections. 

Article VI — Official Journal. 

1. The Association shall publish an official journal, which shall be sent free to all members 
of the Association in accordance with Article VII. 

2. The Council shall have power to conduct negotiations with respect to securing an official 
journal, and shall have full control of its publication and sale. 



Article VII — Dues. 

1. An individual member of the Association shall pay an initiation fee of two dollars at the 
time of his election. 

2. The annual dues of an individual member shall be three dollars, including a subscription to 
the official journal. 

3. The annual dues of an institutional member shall be five dollars, including two subscriptions 
to the official journal. 

4. All dues shall be payable on the first of January of each year. Should the annual dues of 
any member remain unpaid beyond a reasonable time, his name shall be dropped from the list, 
after due notice. 

5. New members entering the Association after April 1, of any year, shall have their dues 
prorated for the balance of the year, except when they desire to receive the full current volume 
of the official journal. 

Article VIII — Amendments. 

This Constitution may be amended at any annual meeting of the Association by a two-thirds 
vote of those present and voting, provided that such amendment shall have been printed in the 
official journal at least one month before the date of such meeting. 

BY-LAWS. 

1. Election of Members. Election to membership shall be by vote of the Council upon written 
application from the individual or institution seeking admission. 

Those who shall be admitted to membership before April 1, 1916, shall constitute the list of 
charter members. 

2. Nomination and Election of Officers. Two months before the date of the annual meeting, 
all members shall be given an opportunity to nominate by mail a candidate for each office for the 
ensuing year. One month before the annual meeting, the Council shall announce two candidates 
for each office, one being the person who received the highest vote in the nominations and the other 
being selected by the Council from among the several nominees next in order. 

The election shall be by mail or in person and shall close on the day of the annual meeting. 

3. Committees. The Committee on Publications shall have charge of the official journal and 
of all other publications of the Association, under the direction of the Council. 

The Council may appoint any other committees and delegate to them such power as may, 
in its judgment, seem desirable. 

4. Price of Publications. The Council shall fix the price of the official journal, and of any 
other publications of the Association to non-members, but in no case shall the journal be sold for 
less than the annual dues of individual members, as specified in Article VII of the Constitution 

5. Amendments. These By-Laws may be amended at any annual meeting under the same 
conditions as specified in Article VIII of the Constitution. 



Following are the Officers of the Association for 1916 

For President, E. R. Hedrick, University of Missouri; 

For Vice-Presidents, E. V. Huntington, Harvard University, and 

G. A. Miller, University of Illinois; 
For Secretary-Treasurer, W. D. Cairns, Oberlin College; 
For additional members of the Executive Council: 



To serve for one year 
D. N. Lehmer, University of California 
R. E. Moritz, University of Washington 
K. D. Swartzel, Ohio State University 
Oswald Veblen, Princeton University 



To serve for two years 
R. C. Archibald, Brown University 
Florian Cajori, Colorado College 
M. B. Porter, University of Texas 
J. W. Young, Dartmouth College 



To serve for three years 
B. F. Hinkel, Drury College 
E. H. Moore, University of Chicago 
J. N. Van der Vries, University of Kansas 
Alexander Ziwet, University of Michigan 



A Noteworthy Textbook 

BOcher's Plane Analytic Geometry 

By Maxime B6ohee, Professor of Mathematics in Harvard 
University. xiii + 235pp. 12mo. $1.60. 

This volume follows the Harvard traditional course in analytic geometry, 
which assumes that its one aim is to put the student into possession of an instru- 
ment which he himself can use in proving new geometrical theorems or solving 
new problems. The last two chapters are devoted to calculus. 

Altho it appeared after the opening of the last Fall term, it has been adopted 
in the following colleges : Harvard University, New York University, Dart- 
mouth College, Wesleyan University, Stanford University, Indiana University, 
University of Iowa, University of Texas, University of South Dakota, North- 
western University, University of Cincinnati, Bice Institute, Colorado Agricul- 
tural College, Baker University, Parsons College, Hamline University. 

M. B. Porter, University of Texas. — We shall use Bdcher this year with 
some of our classes. 

Gr. A. Miller, University of Illinois. — I looked it over with some care and 
was more favorably impressed than I had been by a similar examination of any 
other book on this subject. I believe that the book will be unusually teachable 
and will not be found difficult by the student in view of the clear statements and 
the good illustrative examples. I was especially well pleased with the discus- 
sions of the general equation of the second degree which is so frequently pre- 
sented in an unsatisfactory manner. 

Elijah Swift, University of Vermont. — Professor B6cher's lectures were 
always very clear, and this book resembles his lectures. He seems to give the 
essentials of Analytics in a clear and satisfactory way. 

W. C. Bartol, Bucknell University. — I like it very much. It looks good for 
a freshman course in analytic geometry. 

E. E. DeCott, University of Oregon. — -The book is attractive typographically, 
the material is well chosen and clearly presented, and the introduction of some 
of the more important applications of the differential calculus at the close will 
be both more interesting and more useful to the student than an elaboration 
of the analytic geometry. 




HENRY HOLT AND COMPANY 

H3S 34 West 33d Street 623 So. Wabash Ave 

NEW YORK CHICAGO, ILL. 



Mathematical Monographs 

A Series of volumes, each independent of the others, on topics in pure and 
applied mathematics. 

Edited by Mansfield Merriman, Member American Mathematical Society, and Robert 
W. Woodward, President of Carnegie Institution of Washington. 

Published June, iqi6 

Lectures on Ten British Mathe- 
maticians of the Nineteenth Century 

By Alexander Macfarlane, late President of the International Association for Pro- 
moting the Study of Quaternions. 

These leotures will prove interesting and inspiring to a wide circle of readers who have no 
acquaintance at first hand with the works of the men who are discussed, while they cannot 
fail to be of special interest to older readers who have such acquaintance. 

148 pages, 6x9. Cloth, $1.25 net. 

Complete List 

i History of Modern Mathematics David Eugene Smith 

a Synthetic Projective Geometry George Bruce Halsted 

3 Determinants Laenas Gifford Weld 

4 Hyperbolic Functions James McMahon 

5 Harmonic Functions William E. Byerly 

6 Grassmann's Space Analysis Edward W. Hyde 

7 Probability and Theory of Errors Robert S. Woodward 

8 Vector Analysis and Quaternions Alexander Macfarlane 

9 Differential Equations William Woolsey Johnson 

10 The Solution of Equations Mansfield Merriman 

ii Functions of a Complex Variable Thomas S. Fiske 

12 The Theory of Relativity Robert D. Carmichael 

13 The Theory of Numbers Robert D. Carmichael 

14 Algebraic Invariants Leonard E. Dickson 

15 Mortality Laws and Statistics Robert Henderson 

16 Diophantine Analysis Robert D. Carmichael 

17 Ten British Mathematicians Alexander Macfarlane 

Nos. 1 to 13, Each, $1.00 net (4/6 net). 
Nos. 14 to 17, Eac"h, $1.25 net (4/6 net). 
No. 18 of this Series is now in preparation. 

Have Copies Sent for Free Examination. 

Members of the Mathematical Association of America oan obtain copies of any 
of these books for ten days free examination — no cash in advance. Merely indicate in your 
order your membership in this Association. If not a member, you can supply a reference. 

You are to remit the price of the books ordered, within ten days after their receipt, or 
return them to us, postage prepaid, within the above time. 

JOHN WILEY & SONS, Inc. 

432 Fourth Avenue, New York 

London: CHAPMAN & HALL, Ltd. Montreal, Canada: RENOUF PUB. CO. 



Correlated Mathematics 

Is rapidly being introduced into high schools and academies throughout the country. In order to study the method 
at close range, and with a view to their future use, send for examination copies of 

First- Year Mathematics for Secondary Schools — Breslich 

$1.00, postage extra (wt. 1 lb. 1% oz.) 

Second- Year Mathematics for Secondary Schools — Breslich 

$1.00, postage extra {wt. 1 lb. 10 oz.) 

We further suggest that you arrange at once to try t out the first-year text with a section or more of students during 
the year. This will afford you first-hand information of its value. 

Write for examination copies to be retained free If Introduced 

THE UNIVERSITY OF CHICAGO PRESS 

CHICAGO ILLINOIS 



CRAWLEY'S 

ELEMENTS OF TRIGONOMETRY TABLES OF LOGARITHMS 

SHORT COURSE IN TRIGONOMETRY EXERCISES IN TRIGONOMETRY 

Elements of Plane and Spherical Trigonometry, fourth edition, newly revised, 

vi+190 pages, 8vo Price, $1.10 

The same, with five-place tables. Half leather Price, $1.50 

Short Course in Plane and Spherical Trigonometry, 121 pages, 8vo Price, $ .90 

The same, with five-place tables Price, $1.25 

Tables of Logarithms, to five places of decimals. Seven tables, with explanations. 

xxxii+76 pages, 8vo Price, $ .75 

One Thousand Exercises in Trigonometry, with answers, vi+70 pages, 8vo. . . .Price, $ .50 

Sample copies of the books named above (except the last) will upoD request be sent to 
teachers for examination with a view to introduction. In the case of the Exercises in Trig- 
onometry a pamphlet of sample pages will be sent. Address 

E. S. CRAWLEY, University of Pennsylvania, Philadelphia, Pa. 



Teachers of Mathematics 

SHOULD READ 

The Mathematics Teacher 

The only journal in America devoted entirely to the interests of the teaching of mathematics. 

It is helping hundreds of others and will help you. 

No teacher of mathematics should be without it and you will not be, if a progressive teacher. 

Subscription Price, S1.00 a year 

THE MATHEMATICS TEACHER 
103 Avondale Place SYRACUSE, NEW YORK 



New Open Court Mathematical Books 

George Boole's Collected 
Logical Works 

In two volumes, of which the second, containing the LAWS OF 
THOUGHT, is ready. Pages xvi+448. Cloth, $3.00 net per Vol. 

The second volume contains a reprint of the LAWS OF 
THOUGHT of 1854, unaltered, except that misprints are 
of course corrected. Both volumes are provided with in- 
dexes, and the page-numbers of the original publications 
are throughout inserted in square brackets and heavy type 
at the proper places. 



The Geometrical Lectures 
of Isaac Barrow 

Translated from a first edition copy, and provided with an Introduction 
and Notes by J. M. Child, B. A. (Cantab.), B.Sc. (London). With a 
portrait of Barrow. Cloth, $1.00. 

The translator claims to have discovered in these lectures, 
concealed under the geometrical form of theorems and con- 
structions for drawing tangents and finding areas, an ab- 
solutely complete elementary treatise on the infinitesimal 
calculus; i. e., a complete set of standard forms for the 
differentiation and integration of algebraic and trigonomet- 
ric functions, together with a logarithm and an exponential, 
and the rules for their combination as a sum, a difference, 
a product, a quotient, or a power of a function ; for the 
rest it is noticeable that all Barrow's results are given in 
the form that would be obtained algebraically by logarith- 
mic differentiation. 



Open Court Publishing Company 

CHICAGO AND LONDON 



SCHOOL AND SOCIETY 

A weekly journal, which began publication on January 2, 1915, covering the field of education 
in relation to the problems of American democracy. Its objects are the advancement of education 
as a science and the adjustment of our lower and higher schools to the needs of modern life. Each 
number ordinarily contains articles and addresses of some length, shorter contributions, discussion 
and correspondence, reviews and abstracts, reports and quotations, proceedings of societies and a de- 
partment of educational notes and news. 

Annual Subscription $3.00; single copies 10 cents 

SCIENCE 

A weekly journal, established in 1883, devoted to the advancement of the natural and exact 
sciences, the official organ of the American Association for the Advancement of Science. For twenty 
years Science has been generally regarded as the professional journal of American men of science. 

Annual Subscription $5.00; single copies, 15 cents 

THE SCIENTIFIC MONTHLY 

An illustrated magazine, devoted to the diffusion of science, publishing articles by leading au- 
thorities in all departments of pure and applied science, including the applications of science to edu- 
cation and society. Conducted on the editorial lines followed by The Popular Science Monthly 
since 1900. Annual Subscription $3.00; single copies, 30 cents 

THE AMERICAN NATURALIST 

A monthly journal, established in 1867, devoted to the biological sciences with special reference 
to the factors of organic evolution. Annual Subscription $4.00; single copies, 40 cents 

AMERICAN MEN OF SCIENCE 

A biographical directory, containing the records of about 5, 500 scientific men. Price, $5.00 net 

SCIENCE AND EDUCATION 

A series of volumes for the promotion of scientific research and educational progress. 

Volume I. The Foundations of Science 

By H. Poincabb. Containing the authorized English translation by George Bruce Halsted of 
"Science and Hypothesis," "The Value of Science," and "Science and Method." 

Price, $3.00 net 
Volume II. Medical Research and Education 

By Bichakd Mills Pearce, William H. Welch, C. S. Minot and other authors. 

Price, $3.00 net 
Volume III. University Control 

By J. McKeen Cattell and other authors. Price, $3.00 net 



THE SCIENCE PRESS 

LANCASTER, PA. GARRISON, N. Y. 

SUB-STATION 84, NEW YORK CITY 



To THE SCIENCE PRESS 

Lancaster, Pa., and Garrison, N. Y. 
Please find enclosed check or money order for. 
in payment for the publications checked above. 

Name 

Address 

Date 



Publications of the 
American Mathematical Society 

TRANSACTIONS OF THE AMERICAN MATHEMATICAL SOCIETY. 
The Transactions is devoted to research in pure and applied mathematics 
and is the official organ of the Society for the publication of important 
original papers. Published quarterly. Subscription price for the annual 
volume, $5.00. 

BULLETIN OP THE AMERICAN MATHEMATICAL SOCIETY. De- 
voted largely to critical reviews of mathematical books, the Bulletin also 
contains reports of the meetings of the Society and of other mathematical 
bodies, short original papers, reports on progress in the science, lists of 
new publications, and notes on current events in the mathematical world. 
Published monthly, except August and September. Subscription price 
for the annual volume, $5.00. 

THE EVANSTON COLLOQUIUM LECTURES. Delivered at the Chicago 
Congress of Mathematics, 1893, by Felix Klein. Republished by the 
Society, 1911. Price, 75 cents. 

THE BOSTON COLLOQUIUM LECTURES. Delivered before the Society, 
Boston, 1903, by H. S. White, F. S. Woods, and E. B. Van Vleck. 
Price, $2.00. 

THE NEW HAVEN MATHEMATICAL COLLOQUIUM. 1906. By E. H. 
Mooke, E. J. Wilczynski, and Max Mason. $3.00. 

THE PRINCETON COLLOQUIUM LECTURES. 1909. By G. A. Bliss 
and Edward Kasner. $1.50. 

THE MADISON COLLOQUIUM LECTURES. 1913. By L. E. Dickson 
and W. F. Osgood. $2.00. 

Circulars sent on request. Address all orders to 

American Mathematical Society 

501 West 116th Street New York City 

The American Mathematical Society was organized in 1894 and includes among its 
730 members nearly all the mathematicans of the United States. The annual dues are 
$5.00; admission fee, 15.00. Members receive the Bulletin without further charge, and 
are entitled to a reduced price on the other publications of the Society. Meetings are held 
ten times a year in New York, Chicago, and other cities. The Society has a library of over 
5000 volumes. 



The New Era Printing Company 

LANCASTER, PA. 

Is prepared to execute in first-class and 
satisfactory manner all kinds of printing 
and electrotyping. Particular attention 
given to the work of Schools. Colleges, 
Universities, and Public Institutions. 

Books, Periodicals 

Technical and Scientific Publications 
Monographs, Theses, Catalogues 
Announcements, Reports, etc. 
All Kinds of Commercial Work 

(.Printers of the Bulletin and Transactions of the 
American Mathematical Society, etc., etc.) 

Publishers will find our product ranking 
with the best in workmanship and ma- 
terial, at satisfactory prices. Our imprint 
may be found on a number of high-class 
Technical and Scientific Books and Peri- 
odicals. Correspondence solicited. Esti- 
mates furnished. 

The New Era Printing Company 



Send for Catalogue and 

List of our 
Mathematical Publications 



PLANE AND SOLID GEOMETRY 

By C. A. HART, Instructor in Mathematics, 
Wadleigh High School, New York, 

AND 

DANIEL D. FELDMAN, Principal, 
Curtis High School, New York. 

(In use in the Chicago High Schools) 



STANDARD ALGEBRA, revised 

By WILLIAM J. MILNE, Late President, 

New York State Normal College, 

Albany, N. Y. 

(In use in the Minneapolis High Schools) 



Your correspondence is solicited 

c,nc,n Y n°a R t, AMERICAN BOOK COMPANY 

Chicago 330 East 22d Street, 

BOSTON 

ATLANTA CHICAGO, ILL. 



